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FIRST ARTICLE INSPECTION CHECKLIST 


Drawin Actual 
a Tolerance . Accept | Reject Metiod or Comments 
Dimension Dimension Inspection 
.31 +0.006/-0.001 
0.316 | 
0.82 +/-0.030 
== Ms 
1.000 +/-0.010 
1.30 +/-0.030 
ee 
6.960 +/-0.010 
|—__ 
8.60 +/-0.030 | 
7.31 +/-0.030 
0.125 +/-0.010 ies 


a 


| | 


Measured by: Audited by: Preliminary Approval: 
Date: | Date: Date: 


08.10.07 | New Issue P/O _D3779-043 
12.07.31 | Dwg Rev updated 
12.09.26 | Dwg Rev updated 
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